BELL SYSTEM PRACTICES 
AT&TCo Standard 


TOOLS 
KNIVES-DESCRIPTION 


1. GENERAL 
4.01 This section covers noncoded Bell System 
knives. 


1.02 When this section is reissued, the reason for 
reissue will be listed in this paragraph. 


1.03 The information contained in this section 
supersedes the corresponding information 
in Section 074-675-101. 


1.04 For similar tools, see Removers I, Section 
* 074-253-123. 


KNIFE, CHIPPING, LARGE 


PLASTIC CUSHION GRIP _ 


For use in stripping lead-covered cable, PBX 
installation only. (Specification AT-6312) 


KNIFE, PUTTY, R-1060 


A putty knife 7-1/8 inches long with blade 1-1/8 
inches wide and 3-1/2 inches long. For general 
use. 


NOTICE 


Not for use or disclosure outside the 


Bell System except under written agreement 
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